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MEMORANDUM FOR: Chief, Office of Special Activities /DDR 
ATTENTION 


; Te chnic al Evaluation of Mission 3004 


reeordtnss. - “ 1 “ lon w “ “* de *"» «- 


2. Performance of 


Equipment: 


, »l*ve recorder did not operate at the proper speed 

oaring the reconnaissance. The time velocity was as a 
•xccasive and erratic. W ' “ * reKa ** 


3 * P«rf<wiaance of Receiving Equipment: 

The receiver functioned In a satisfactory 


ft. 

mazmez 


b. 


No data associated with this receiver app eared 


««* amed *■* receiving system 


inoperative. 

c. 

d. 


IMs receiver functioned properly. 

The receiver performed satisfactorily. 


Acting Chief 

iSHnt & Special Projects Division 
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